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ERRATA 

On the Theory of Linear Multi-Loop Feedbaek Systems, I. W. Sand- 
berg, B.S.T.J., 42, March, 1903, pp. 355-382. 

On page 361, the expression (2/1 + 2/2), which appears twice, should 
be replaced in both positions with (7/1 + §2), in which y«_ denotes the value 
of ij2 when y\. = 0. 

On page 377, the left side of the first equation of Section 9.4 should 
be det F Bl , not det F 1 . 


